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Ada  document  ■  schedules  specifications  la  iMorluw*  with  Appendix  B  ef  APBM 
Exhibit  61-1. 


A  single  souroa  la  provided  by  thia  doeiaent  for  a  eoaplata  listing  of  Boeing 
prepared  system,  subsystem  and  equlpaent  apao if loat Iona  currently  required 
for  the  V8-133B  Weapon  System.  Scbadulaa  for  aubaittal  of  theaa  specifications 
to  the  euatoaer  are  a  part  of  thia  listing.  Thia  doouaant  will  be  revised 
quarterly  to  raflaot  changes  la  aqulpaaat  raquireaanta  and  apaolf lcation  aub¬ 
aittal  aohadulaa. 

a.  soars 

Hated  is  thia  docinmnt  are  apaclf  lea t lonar  la  the  categories  noted  below, 
applicable  to  CTX/CTLI  equlpaent  and  operational  equlpaent  of  the  Wing  VI 
ooerflgur&tlon.  Included  la  aa  Index  of  all  apecifioationa  for  Tinge  I,  II 
aad  III  which  are  unchanged  In  ling  VI.  The  appropriate  reference  to  a  page 
In  B2-9U3  WS-133A  Heater  Specification  Index  The  Boeing  Company  la  Included 
■here  apeolflcatlon  lnforaatlon  on  a  figure  2  fora  nay  be  found.  Where  ao 
"fart"  la  deaignated.  It  la  an  indication  that  the  noted  Page  Beference  la 
la  Tart  I  of  D2-9H3.  Specifications  will  be  Hated  only  once  on  the  figure 
2  forme.  The  following  eategorlaa  of  apeelfieatlona  are  Included  In  thia 
doewentt 


••'tea  and  Subeyatea  Specif lontlone 
b.  Operational  Ground  Iqulpaeat  (OGB)  Specifications  -  BAD 
a.  Balateaaaoe  Ground  Squlpment  (MCE)  Spec if lest Iona  -  HAD 
d.  Airborne  Instrumentation  Subeye ten  Speclflcatlona  -  BAD 
o.  Airborne  Missile  Xquipnent  Specif  loatlone 

f .  voadat  Training  launch  Instrunentatlon  (CTIl)  Airborne  Equipment 
Specification 

The  data  contained  in  this  document  la  llated  on  figure  2  forme  In  accord¬ 
ance  with  Appendix  A  of  AfBM  Exhibit  61-1,  "Mlnutenan  Specification  Program1', 
dated  15  January  1962  and  Appendix  B  of  APBM  Exhibit  61-1,  dated  15  March 
1963*  The  following  Information  la  provided  on  these  forma i  . 
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2.  SCOPS  (Continued) 


a.  Heading!  Identifies  the  "heading"  from  the  Series  of  Equipment 
Specifications  in  the  lower  horizontal  tier  of  the  Specification 
Tree  under  which  all  listed  equipment  falls.  Also  identified  is 
the  appropriate  horizon tel  tier  on  the  Specification  Tree  where 
System  and  Subsystem  Specifications  are  depicted. 

b.  Sequence  Humbert  fhe  consecutive  numbering  of  items  of  equipment 
that  have  been  identified  as  falling  under  the  "heading"  appearing 
on  that  page.  lOTEt  Decimal  numbers  following  the  basic  sequence 
number  of  Bsquirement  Specifications  denote  additional  GFP  items 
which  are  included  in  the  specification. 

e.  Item  nomenclature  t  Approved  nomenclature  and  approved  "type  desig¬ 
nators”  for  the  Figure  A  item  will  appear  in  this  column.  In  the 
<  oaence  of  approved  nomenclature ,  the  nomenclature  that  appears  on 
*he  Figure  A  forms  will  be  included.  Approved  "type  designators" 
appearing  in  the  nomenclature  oolumn  indicate  that  the  nomenclature 
*.t  approved. 

d.  Figure  A  Humbert  the  items  of  equipment  called  out  on  the  Figure  2 
forma  are  based  on  the  Figure  A' s  for  the  Launch  Operational  System 
(8-133-110-0-6),  the  Ground  System  (S-133-21 10-0-6),  and  the  SMSB 
(8-133-120-0-6). 

e.  8-133  Specification  Humbert  Specification  numbers  for  items  of  equip¬ 
ment  are  assigned  to  be  compatible  with  the  "Specification  Series" 
number  in  the  "heading”  on  the  particular  Figure  2  form  where  that 

am  is  initially  called  out.  Where  an  Identical  piece  of  equipment 
:  „  used  under  another  heading,  the  specification  number  will  be  listed 
aud  an  appropriate  reference  will  be  made  to  the  page  where  that  item 
initially  appeared.  Schedule  s' will  appear  only  with  the  initial  list¬ 
ing  of  the  item,  however.  More  than  one  Figure  A  item  may  be  covered 
unc-tr  one  Requirement  Specification  number.  Required  data  is  listed 
for  ach  Figure  A  covered,  with  the  exception  that  specification  sub- 
nJ  ital  schedules  are  listed  only  once.  Other  Figure  A  items  covered 
b*  -hi  specification  will  reference  the  page  on  which  the  specif ica- 
t  c;  cohedule  appears. 

f.  I.r  Humber >  Contractor  or  subcontractor's  part  number  assigned  for 
the  item  of  equipment  covered  by  the  specification.  Entries  will  be 
made  in  this  oolumn  only  for  specifications  that  have  received  final 
approval. 

g •  Hesponsibilltvt  Same  of  contractor  responsible  for  preparation  of 
specification. 

I0T1 1  "B"  indies  tee  The  Boeing  Company. 
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2.  SOOFi  (Coatiaued) 

h.  Class  of  Eoulpaent]  The  olasa  of  equipment  (X.C.,  OGI,  MGE,  and 
CHI)  ia  Identified  in  thia  column. 

1.  Type  of  Specification]  fha  typo  of  and-ltaa  equipment  specification, 
i.e.,  Modal,  Identification,  Require  sent  or  Contractor  Format,  la 
identified  by  entering  an  "I"  in  the  appropriate  coluan  under  thia 
fleadirg . 

3 •  Specification  Submittal  Schedules :  Specification  aubnittal  achedule 
column  usage  ia  in  accordance  with  AFBM  61-1. 

UIITIAL  RELEASB:  Thia  coltam  la  uaad  to  note  the  date  that  the 
Critical  Design  Review  Data  Package  will  be  delivered  to  BSD  for  re¬ 
view,  coordination,  conaenta  and/or  approval. 

-  DRAFT]  Thia  column  ia  used  to  note  a  date  normally  3  weeka 
*  ter  receipt  of  SCGD  but  no  earlier  than  2  weeka  after  dealgn  freeze. 
Thia  date  reflects  a  requirement  and  ia  not  intended  to  reflect  a 
specification  aubnittal. 

PIIAL  APPROVED:  Thia  column  will  be  used  to  note  the  date  at  leaat 
30  days  prior  to  the  first  delivery  of  production  hardware  or  the  - 
definitised  production  contract,  whichever  ia  first.  Thia  date 
reflects  a  requirement  and  ia  not  intended  to  reflect  a  specification 
submittal. 

I*  k<  Explanation  of  information  or  symbols  appearing  in  the 

'Re- .arks"  column  is  as  follows] 

D2-XXXXX  Indicates  Boeing  Document  lumber 

AU/S3  Indicates  "Figure  A  Contractually  Authorized,  but 

Sehaduiing  lot  Complete” 


are  id.i.tified  as  to  type  in  the  Table  of  Contents  as  follows] 

Indicates  Model  Specification 

Indicates  Identification  Specification 

Indicates  Bequirenenta  Specification 

Indicates  Contractor  Format  Specification 
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-2110-6-2-2 

M 

HI-16 

9207 

»> 

9207  Rot.  6AV 

CTLI/MGB 

-2110-4-2 

I 

Hi-9 

9266 

A 

9266  Rot.  6AT 

CTL 

-111-8-12 

I 

xni-4 

9279 

9279  Hot.  6AV 

CTLZ/OOS 

-2110-5-11 

I 

XII- 14 

9284 

9284  Rot.  6AV 

CTL 

-111-8-10 

I 

mi-4 

9298 

9298  Rot.  6AT 

CTL 

-111-8-11 

I 

xnx-4 

IgWJFfMO  I 

tsc 
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K^rire  A  So. 

Equipment 

.Classification 

Spec.  Type 

Plage 

.Reference 

22h6  Re».  6A 

OOE 

111-1-75 

M 

B-2 

.252  Rev.  6A 

QOE 

111-1-76 

Z 

B-2 

iS  R«V.  5A 

OGE 

111-1-78 

M 

B-2 

2322  Re*.  6A 

OGE 

111-1-85 

M 

B-3 

2337  Rev.  6A 

OGE 

111-1-79 

M 

B-2 

1418  Rev.  6A 

OGE 

132-1-103 

M 

B-4 

ll*20  Rev.  6A 

OGE 

112-1-99 

M 

B-4 

1*£1  Rev.  6A 

OGE 

112-1-190 

M 

B-4 

} Rev.  6k 

OGE 

112-1-10* 

M 

B-4 

AQ2A  Rev.  6A 

KJE 

321-2-1-30 

M 

e-4 

*031  Rev.  6A 

HxE 

321-3-1-103 

I 

0-5 

Ao47  Rev.  6A 

MGB 

121-2-1-31 

Z 

B-4 

>►059  Rev.  6A 

MGB 

321-1-90 

M 

0-3 

Ao6q  **■/.  6A 

MSB 

321-3-1-2* 

X 

C-5 

*075  Rev.  6A 

MGB 

121-1-91 

M 

0-3 

*119  Lev.  6A 

MGB 

321-1-96 

X 

C-3 

*320  6  A 

MGB 

321-1-83 

M 

0-3 

*121  Rev.  6A 

MIE 

121-1-92 

N 

C-3 

Al£‘  S»iv  6A 

MGB 

121-1-93 

M 

0-3 

*20t>  t w.  6.. 

MGB 

321-1-95 

2 

0-5 

*307  Rev.  6A 

MGB 

121-1-9* 

r 

2 

C-3 

A3 19  Rev.  6A 

MGB 

321-3-1-135 

N 

C-5 

*489  Rev.  6A 

MGB 

220-6-A7 

N 

0-2 

**90  Rev.  6A 

MZB 

320-648 

N 

0-2 

*520  Rev.  6A 

MSB 

320-3-1-3 3* 

x 

0-5 

r 


DTCEX  07  ACTIVE  SPECI7ICATI0X3 


Equipment  htgt 


Ti^ure  A  No. 

Classification 

•  8-133-No. 

*  Reference 

5000  E«r .  6A 

OGE 

Hl-l-83 

M 

B-2 

5001  Her.  61 

OGE 

111-1-84 

X 

B-2 

5002  Hrr.  61 

OGE 

111-1-88 

M 

B-3 

5006  Ber.  61 

OGE 

lU-l-81 

X 

B-2 

5007  Bar.  61 

OGE 

112-1-102 

X 

B-4 

5006  Bor.  61 

OGE 

111-1-82 

X 

B-2 

5152  Her.  61 

KJE 

120-8-48 

X 

C-2 

fOfO  Her.  61 

A/B 

1000-0-2 

X 

B-2 

6051  Her.  61 

A/ B 

1000-1-29 

I 

B-4 

6053  Her.  61 

A/B 

1000-1-30 

I 

B-4 

6054  Her.  61 

A/B 

1000-1-31 

1 

B-4 

6353  Her .  61V 

A/B 

1000-3-8 

X 

7-2 

6550  Ber.  61 

A/B 

1000-1-27 

X 

B-3 

er":..  Her.  61 

A/B 

1000-1-28 

X 

B-4 

675°  Her.  61 

A/B 

1000-1-26 

X 

B-3 

6751  Her.  61 

A/B 

1000-1-28 

X 

B-4 

6950  Bor.  61 

A/B 

1000-1-25 

X 

B-3 

NO. 
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this  Section  contains  a  listing  of 
System  and  Subsystem  Specifications 
for  the  HAS  Weapon  System. 
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SPECIFICATIONS  FOR 
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BBCTIOH  B 


Figure  2  Forma 

for 

Operational  Ground  Equioment 

(002) 

Hardened  4  Dispersed  Weapon  System 

Ira  a  Section  contains  a  listing  of  specifications  in  the  following 
earie8« 

S-  *5—1 11-1  series  LF  Auxiliary  Equipment 

135-112-1  series  1CP  Auxiliary  Equipment 


SPECIFICATIONS 


fhaaa  data*  uium  raoaipt  af  a  8000  at  tha  CM 


SPECIFICATIONS 
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SPECIFICATIONS  FOR 


raoalp*  bf  a  8061  ail 


t 


8ECTI0M  0 


figure  2  forms 


Maintenance  Ground  Equipment 

(»E) 

Burdened  t  Dispersed  Weapon  System 

This  Section  contains  s  listing  of  specifications  in  the  following 
series: 


8-135-120-6  serlss 


IP  OGE  Maintenance  Equipment 


c  03-121-1  series 


Missile  TAH  Equipment 


8-133-121-2  series 


On-Site  GAC  end  H/V  Handling 
Equipment 


8-133-121-3  series 


On-Sits  Maintenance  Equipment 


asvnso 
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SPECIFICATIONS  FOR 


U»  mium  rvolpt  kf  a  8C0D  at  tl 


8SCTI0S  D 


This  Motion  Hots  ttao  Airborne 
Instrumentation  Subtjritea  Speci¬ 
fic*  t  Ion. 

non 


t 
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SPECIFICATIONS  FOR 


8XCTI0V  B 

Flgura  2  Tors* 
for 

Xiaalla  Airborne  Equipment 

thle  Section  oontaine  a'.  Hating  of  specif  ioationa  In  tha 
following  Sariaat 

8-133-1000-0  aarlas  KSK80C  Motor  Asoenbly 

8-133-1000-1  aarlas  Airborne  Bqulpmant 


WfAVg  |  VOL 


Issc.  I 


NO 
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Figure  2  font 
for 

Airborne  CtLX  Iquipment 

This  Section  contains  a  Hating  of  specifications  in  the  following 

eeriest 

S-1 35-1006-3  aeries  Downstage  Component 


VOL 
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SPECIFICATIONS  FOR 

PCWHSTAOB  COMPOH BUT 
(S-1SJ- 1006-3  SERIES) 


